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Separate pairing Is given to this Part in order that It may be filed 
as a separate compilation. 


MINISTRY OF IRRIGATION AND POWER 
NOTIFICATION 

New Delhi, the 22 nd June 1971 

S.O. 2449. — In exercise of the powers conferred by sub-clause (ix) of clause (a) 
of sub-section (1) oj section 2 eJ the Essential Services Maintehance Act, 1988 
(59 of 1968), the Central Government, being of opinion that strikes in any service 
connected with the supply of electrical energy to the public in the State pf Bihar 
or with the generation, storage or transmission of electrical energy for the purpose 
of such supply [not being any such service falling under sulb-clause (vlii) of 
clause (a) aforesaid] would result in the infliction of grave hardship on. the com- 
munity, hereby declares every such service to be an essential service for the pur- 
poses of the said Act. 
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LNo. EL-II-17(I)/71.] 
S, N. VINZE, Jt. Secy. 
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orDer 

Mew Delhi, the 22nd June 1971 

S.O. 2459, — Whereaa the Central Government is satisfied that in the puhjie 
Interest it Is necessary to make the following order; 

Now, therefore, in exercise of the powers conferred by sub-section (1) of section 
8 of the Essential Services Maintenance Act, 1968 (69 of 1968), the Central 

Government hereby prohibits strikes in any service in the State of Bihar con- 
nected with the supply of electrical energy to the public or with the generation, 
storage or transmission of electrical energy for the purpose of such supply, which 
has been declared by the notification of the Government of India in the Ministry 
of Irrigation and Power, S.O. 2449, dated the 22nd June 1971, to be an essential 
Service for the purposes of tho said Act. 


[No. EL-II-17(1)/71.] 
By order and in the name of the President. 

S. N. VINZE, Jt. Secy. 
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